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and because she suffered scorn and reproof for His sake-
promising her much grace in this lite and, utter this life,
to have joy and bliss without end*
She was so comforted in the sweet dalliance of Our
Lord that she could not control herself or govern her
spirit after her own will, or after the discretion of other
men, but as Our Lord would lead it and measure it
Himself, in sobbing full boisterously and weeping full
plenteously.
Wherefore she suffered full much slander and reproof,
especially from the curates and priests of the churches in
Ix>ndon, They would not sutler her to abide in their
churches, and therefore she went from one church to
another, so that she should not be tedious unto them.
Many of the common people magnified (Jod in her,
having good trust that it was the goodness of God that
wrought that high grace in her soul.